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Re; Perma-Fix Northwest Richland, Inc. 
Mixed Waste Facility (MWF) 
Site Identification Number WAR 00001 0355 
RE: Notification of Unloading Incident 

Dear Mr, Derrick, 

On the afternoon of June 19, 2013, MWF personnel were unloading two, stainless-steel 
lead-lined glove boxes from a shipping container from Hanford under receipt number 
MWR13-0044. The hazardous waste code associated with the glove boxes was D008, 
The lead is part of the shielding and is incorporated in the construction of the units. The 
glove boxes were wrapped in protective sheeting and had all orifices closed and sealed, 

While conducting radiological screening, there was an elevated level of radiological 
contamination detected by one of the technician smears. This detection may be a result 
of u-ansfemng the units from the transport vehicle to the Track Loading Area (TLA). 
There were no visible materials or dangerous wastes/residues spilled or released from the 
glove box into the environment or onto the TLA. In addition, no personnel were exposed 
to dangerous wastes, There was only the radiological contaminant identified. 
Furthermore, no radiological contaminants were spread to the environment. 

In accordance with our radiological emergency procedures^ the areas were quarantined, 
monitored;, and decontaminated. All areas were cleaned and decontaminated to back- 
ground or non-detect levels. Areas of the TLA that were decontaminated will be re- 
sealed using a commercially available concrete sealant. In the mean time, affected areas 
will be segregated and carefully monitored during loading/unloading operations. 

Due to the inherent conditions and location, this incident was not characterized as a spill 
of a hazardous substance to the environment. Therefore, the Contingency Plan 
(Attachment GQ of the Mixed Waste/TSCA Permit) was not activated. 

Although notification to the Department of Ecology is not mandatory, FPNW-R is 
providing the details of this incident as a good faith of our ongoing efforts to Mly 
disclose our practices and processes to the community. 
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Should vou or yoxir s taff have any questions regarding this matter, pi 
at (509) 



feel free to contact me 
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Rfchartl Orondm 



Vice President/ General Manager 



Curt Cannon 

Rick Tiond (Dept of Ecology) 
Ron SkinnerJand (Dept. of Ecology) 
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